Subject:  MyLA31 1 : Cancelled  - Other  - 1219  N MCCADDEN  PL,  90038 
From:  31 1@lacity.org 
Date:  01/04/2017  12:20  PM 
To:  lisa@mediadistrict.org 

jtni 

one  CAW  TO  £W1  HAU, 

Your  Other  request  was  updated  on  01/04/2017  12:20  PM. 

Service  Request#  1-412343121 
Location:  1219  N MCCADDEN  PL,  90038 
Status:  Cancelled 
Cancelled 
Recent  comments: 

Duplicate  for  status  update  see  SR#  1 -41 241 8561 
You  can  check  the  status  of  your  request  by 

1.  Visiting  https://mvla31 1 .lacitv.org 

2.  Using  the  mobile  app  from  Google  Plav  or  the  Apple  Store 

3.  Contacting  31 1 with  your  service  request  number 

Email:  31 1@lacitv.org 

Telephone  /TTY:  Within  LA  city  boundaries:  dial  31 1 

Outside  greater  LA  area:  dial  (213)  473-3231 
Hearing  impaired:  TTY  (213)  473-5990 
Call  center  hours:  M-Su  8:00  am  - 4:45  pm 


